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1. CONTRARY TO MANY OPINIONS, ALL AREAS ARE READY FOR INSTALLATION 
OF EQUIPMENT. 

2. DEPENDING UPON TIME OF ARRIVAL OF EQUIPMENT, TEMPORARY 
HOOKUP TO LOCAL POWER MAY BE NECESSARY BUT SHOULD NOT DELAY ANY 
INSTALLATION. 

3. OUTSTANDING QUESTIONS ON WHICH POST HAS HAD NO REPLY FROM DEPART 
MENT ARE : 

A. VENTILATION OF ROOMS 1, 2 AND 3. 

B. FLUORESCENT LIGHTS FOR FOURTH FLOOR. 

C. DESIRED METHOD OF HOOKUP AND CONTROL OF GENERATOR NUMBER 1. 

4. ELECTRICAL INSTALLATION NOW PROCEEDING AND FLOOR TILE 
WILL BE COMPLETED THIS WEEK. 
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